pretty well used to it.  They've been under-
ground twenty or thirty years, you know and
it's just' normal; you hear popping and crack-
ing, you know.  You get used to it and you
don't really worry that much about it.
/

Q.  Are you saying they had more knowledge
about the condition of the roof than you did?
Do you admit that?

A.  I!m saying more experience.

Q.  In dealing with roof conditions?

A.  Right.

Q. And were you aware that the company took
steps to support the roof in the areas that
they were having trouble with the roof?

A.  Not all of them, but in a lot of them,
yes.

Q.  You admit that the company took extra
added steps to ensure a supported roof?

A.  In a few places, yes.  Not everywhere,
though.

Q.  Did you point out bad roof areas to anyone
in management that they ignored?

A.     Yes.

Q.     They ignored it?

A.     Yes.

Q.     They did nothing?

A.     Right.

Q.  All right.  Can you give me specific
instances?

A.  Like, most of the time we'd eat on the
rectifier.  Probably two weeks before we was
fired, three weeks before-we,was fired, me,
Kit, Rodney, probably Steve Mullins and my
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